August 7, 1942 


ADVERTISEMENTS for oo in the following 
’s issue are accep one 
on 


S.E.1. 

THE CHARGE for advertisements in this section 
is 2/- per line (approx. 8 words) a insertion, 
minimum 2 lines 4/-, or for display advertisements 
30/- per inch, with a minimum of one inch. Where 
the advertisement includes a Box Number there is 
an Cops charge of 6d. for postage of replies. 
SITUATIONS WANTED.— insertions under 
this se can be obtained for the price of two 
if ordered and prepaid with the first insertion. 


ted up to First post 
y, at Dorset Rod Street, London, 


SITUATIONS VACANT 


BOROUGH OF CHELTENHAM 


Appointment of Borough Electrical Engineer and 
Manager 


APPLICATIONS are invited for the position of Borough 
Electrical Engineer and Manager. 

Applicants must be Electrical Engineers. 
They must have had practical experience in the administra- 
tion and management of an electricity undertaking. The 
person appointed will be required to devote his whole time 
to the duties of the office ; 

The salary offered is ‘ta accordance with the appropriate 
scale of the National Joint Committee of Local Authorities 
and Chief Electrical Engineers for the Electricity any 
a. The number of units for the year ended the 

31st March, 1942, has not yet been ascertained, ute is 
estimated to correspond to a salary of £1,197. In accord- 
ance with the scale 85% of the salary will be paid for the 
first year, 924% for the second year and the full scale 
salary at the commencement of the third year. 

The appointment will be terminable by three months’ 
notice by either party; it is to be subject to the provisions 
of the Local Government Superannuation Act, 1937, and 
the person appointed will be required to pass a medical 
examination. 

Canvassing, either directly or indirectly, will be a dis- 
qualification. 

Applicants should state when they could commence 
their duties if appointed. 

Applications, stating age, qualifications, details of 
experience, present appointment, and accompanied by 
copies of not more than three recent testimonials, are to 
be sent to the undersigned not later than Friday, 28th 
August, saa endorsed ‘* Borough Electrical Engineer and 


Manager. 
F. LITTLEWOOD, 

Town Clerk. 

Municipal Offices, 

Cheltenham. 

Ist August, 1942. 

URBAN DISTRICT OF PRESTATYN 
Electricity Department 


2357 


Appointment of Maintenance Engineer (Electrical) 


APPLICATIONS for the above appointment are invited 
from persons over military age or exempt from 
military service with practical _— of an electricity 
undertaking receiving a bulk su 

The salary will be in prolly a with Grade B Profes- 
sional, Technical and Administrative of the North Wales 
Whitley Council, and will be at the ne of £260 per annum, 
tising by two annual increments of £ £290, exclusive 
living bonus, which ng at the present time 
0 

The appointment will be of a temporary character and 
subject to one month’s notice in writing on either side. 

Applications, stating age, qualifications and experience, 
together with copies of three recent testimonials, should 
be forwarded to reach the undersigned, endorsed ‘‘ Main- 
Engineer,”’ not later than Monday, 17th:August, 


J. LLOYD HUGH 


Council Offices, Clerk of the FSouncil. 
Prestatyn, 


Flintsh: 


3ist July, 1942. 2358 


ELECTRICAL REVIEW 


Original testimonials should not be sent with applications for employment. 
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REPLIES TO advertisements published under a 
Box Number if not to be delivereh to any particular 

ad to the Manager of the 
ELECTRICAL REVIEW. Letters of applicants in 
such cases cannot be returned to them. The name 
of an advertiser using a Box Number will not be 
disclosed. All replies to Box Numbers should be 
addressed to the Box Number in the advertisement, 
c/o ELECTRICAL REVIEW, Dorset House, Stam- 
ford Street, peo S.E.1. Cheques and Postal 
Orders should be made payable to ELECTRICAL 
REVIEW LTD. and A 


THE ISLE OF MAN ELECTRICITY BOARD 
Appointment of Engineer and Secretary 


APPLICATIONS are invited for the above appointment 
from suitable candidates. 

Applicants must have technical, administrative and 
commercial experience in the distribution and sale of 
electricity in an undertaking which has an_ extensive 
overhead High Tension and Low Tension Distribution 
system. 

The appointment is subject to the provisions of the 
Isle of Man Boards of Tynwald Superannuation Act, and 
the successful candidate will be required to pass a medical 
examination. 

The salary to be paid will be £650 per annum, rising 
by £10 annual increments to £700 per annum. 

Applications, stating age, details of experience and 
qualifications, together with copies of not more than three 
recent testimonials, should be endorsed *‘* Appointment 
of Engineer and Secretary *’ and addressed to the under- 
—_ and must be received not later than August 17th, 


Canvassing, directly or indirectly, will disqualify. 
J. R. CORRIN, M.L.C., J.P., T.C., 
Chairman of I.0.Man Electricity Board, 
Electric House, 
Circular Road, 
Douglas, 


Isle of Man. 
The Isle of Man Electricity Board, 
Electric House, 
Circular Road, 
Douglas, Isle of Man. 
July 22nd, 1942. 


CITY OF GLOUCESTER 
Electricity Department 


Substation Charge Engineer 


PPLICATIONS are invited for the above-named 
position. Salary in accordance with Class 
Grade 8b, of the National Joint Board Schedule (present 
value £291), subject to deduction for superannuation, for 
which the successful applicant must pass a medical 


examination. 
Applications, stating age, experience, etc., to be 
addressed to the City Electrical Engineer, Commercial 


Road, Gloucester, not later than August 17th, 1942 ne 


(CLERICAL Assistant required in stores office. Must 
have a good knowledge of electrical material as 
handled by wholesalers. Apply—London Electrical Com- 
pany, 92. Blackfriars Road, S.E.1 33 
OMPETENT person required os take charge of 4 small 
branch works of a Mica Manufacturing Company in 
Lancashire. One with experience of Mica work preferred, 
but not absolutely essential. Only persons capable of 
controlling labour and possessing initiative should apply. 
State age, salary and experience. Apply—H. Clarke 
Co. (Manchester) Limited, Atlas Werte Patricroft. Man- 
chester. 2326 
FOREMAN required, with experience of electrical instru- 
ments in works at present engaged on government 
contracts. Position is a permanent one with 
war prospects. Full details including age, salary re- 
quired, and date when free should be sent to—Box 8045, 
c/o The Electrical Review. 
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HE? Foreman required by firm in Southern England 
manufacturing F.H.P. motors for specialised work. 
Good experience in small armature and stator winding, 
detailed electrical fitting, and testing absolutely essential. 
Must be strict disciplinarian. Permanency for first class 
o- Write stating age, technical and practical training, 
, to—Box 2322, c/o The Electrical Review. 
[NSULATION Engineer with first-class knowledge of the. 
application and manufacture of insulating materials 
and the uses of insulating varnishes. Give technical 
qualifications, experience and state salary required.—Box 
8039, c/o The Electrical Review. 
Rae required in Electric Lamp Factory (Pro- 
tected Establishment). Man with some practical 
experience of ratefixing preferred, but others considered as 
training can be given; give details of age, experience and 
colary required selco Limited, Kempston Works, 


2312 
GUPERVISING Works Manager required by 
ay og firm on work of national impo: 
in West Country. State salary and particulars of experi: 

ence.—Box 2292, c/o The Electrical Review. 
ELL-known manufacturers of electrical switchgear 
and control gear require representative for Birming- 
ham and District, on a salary and commission basis. Must 
be fully conversant with all types of control gear for 
— current supply.—Box 2351, c/o The Electrical 
eview 


APPOINTMENTS FILLED 


Dissatisfaction having been so often expressed t un- 
successful applicants are left in ignorance of the og that 
the position applied for has been filled, may we suggest 
that Lary notify us to that effect when they have 
arrived at a decision. We will then insert a notice free 
of charge under this heading. 


FIRST GARDEN CITY LIMITED 
Letchworth Electricity Undertaking 
Appointment of Assistant Chief Electrical Engineer 


[HE Directors thank candidates for their applications 
eid na the above appointment. The post has now been 
le 


J. D. RITCHIE, 
Secretary and Manager. 


Letchworth. 
31st July, 1942. 2355 
SITUATIONS WANTED 


HIEF Storekeeper or Materials Controller open for 
engagement; 20 years’ extensive experience, techni- 
cal and practical; stores accountancy; post requiring 
physical or accounting reorganizing invited; stric 
disciplinarian; London area preferred; enquiries con- 
fidential. my 8054, c/o The Electrical Review. 
c= CIAL Engineer, 38, discharged from forces, 
12 ae sales connexion electrical and mechanical 
plant, Morthweaberiand, Durham and Cumberland, seeks 
post ‘as agent or representative and/or service engineer. 
Keen sense of and intimate knowledge of 
the district.—Box 8051, c/o The Electrical Review. 
LECTRICIAN, first-class experience of power, lighting 
and electrical fitting, desires position as foreman. 
Good experience of lifts, etc., over 50, life abstainer.— 
Box 8047, Sic The Electrical Review. 
FLEcTRIcI CIAN, 30 years’ experience, age 46, able to 
carry out contracts in all systems, can take full 
charge, pre-war employer of 30 electricians and mates, 
now desires estimating, buying, running of contracts 
charge of installation.—Box 8019, c/o The Electrical 
eview. 
EENGINEEE Designer, initiative, experience, design 
electric_traction and electro-mechanical apparatus, 
seeks post.—Box 8035, c/o The Electrical Review. 
AN, 40, experienced in auto telephone and light 
“electrical engineering, desires responsible position in 
district—Box 8048, c/o The Electrical 


*posirion required i in Rubber Cable Works as foreman. 
Over 20 years’ experience of repairing and testing all 
types A London firm.—Box 8041, c/o The Electrical 


‘PRopuction Planning and Progress Engineer, aged 
38, desires change. Progressive executive appoint: 
ments held in electrical, mech tical and 
automobile manufacturing industries. Position wanted 
with manufacturing or consulting firm of standing, on 
priority war work, with post-war prospects.—Box 2356, 
c/o The Electrical Review. 
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RETF Shift Engineer desires change. Class H, 
accept similar position, or control operator in larger 
undertaking. Age 52. Medically fit.—Box 8055, c/o 
The Electrical Review. 
T Charge Engineer, (45), desires similar or 7 
position in Class F or higher class. A.M.I.E.E. by 
exam., with wide experience.—Box 8040, c/o The Elec- 
trical Review. 


FOR GALE 


GEORGE COHEN, SONS & CO., LTD. 


SUPPLIERS OF SECONDHAND 
GUARANTEED ELECTRICAL 
PLANT. 


SHOWROOMS AT: WOOD LANE, 
LONDON, W.12. 
Telephone: Shepherds Bush 2070. 


STANNINGLEY, NEAR LEEDS. 


Telephone: Pudsey 2241. 2 


400-VOLTS, 3-PHASE, 50-CYCLES FERGUSON & 
PAILIN SHEET STEEL SWITCH CUBICLES 


2 0002. to 300-amp. sizes, also B.B. Coupler and 
Lighting Cubicles. AS NEW. 
ALSO 
SWITCHBOARD, 400/3/50, to control one 300- and 
two 225-kVA Alternators. AS NEW. 
ALSO 


200 yds. “Sea SECONDHAND RE-USABLE CABLE, 
3-core, .3 P.I.L.C., D.W.A. on Drum, and many short 
lengths of other am 


_ MIDLAND COUNTIES ELECTRICAL 
ENGINEERING CO., LTD., 
GRICE STREET, WEST BROMWICH. 


44 
WATER TUBE BOILERS IN STOCK 
on 35,000 Ibs. evaporation, 905 Ibs. W.P. 
Two 12,000 ,, ” 
One 12,000 ,, ” 160 .. » 
One 5,000 ,, 100 
One 4,000 ,, 160 . 
Economisers, 


We instal complete, including brickwork. 
Pumps, Piping Valves, Generating Sets and Motors in 
stock. Please send us your enquiries; we can give 
immediate delivery. 
BURFORD, TAYLOR & CO., LTD., 
Boiler Specialists, Middlesbrough. 
Telephone, Middlesbrough 2622. 


ELECTRIC MOTORS & DYNAMOS 


WE hold one of the largest stocks-of New and Second- 
hand Motors. Secondhand machines are thoroughly 
overhauled. Inspection and tests can be made at our 
Works. 
For Sale or Hire. Send your enquiries to :— 
BRITANNIA MANUFACTURING CO., LTD., 


22-23 BRITANNIA STREET, 
CITY ROAD, LONDON, N.1. 


Telephone: 5512-3 Clerkenwell. 13 
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BOROUGH OF MORLEY ELECTRICITY 
DEPARTMENT 


Sale of Old Concentric Cable 


r [HE Electricity Committee invites offers for the under- 

mentioned Single-Phase Old Concentric Cable which 
has become redundant as a result of the change-over to 
the Three-Phase System :— 


400 yds.(app.), 37/14 2,200 v. L.S.S.T.A. Concentric Cable 
442 yds.(app.), 19/064 5,000 v. * 

198 yds.(app.), ” 
149 yds.(app.), 


The cable is on drums (which must be returned 
promptly) and can be seen at any time at the Electricity 
Works, Corporation Street, Morley, and offers, in writing, 
should be addressed to the undersigned, in a sealed enve- 
lope, endorsed ‘‘ Offer for Scrap Cable ’’ on or before 
Saturday, the 29th August, 1942. 


E. V. FINNIGAN, 
Town Clerk. 
Town 


Morl ley. 2347 


CITY OF MANCHESTER 


T, Electricity Committee invites tenders for the pur- 
chase, dismantling and removal from site of :— 
we ,320-kW Motor Converter in good rensing con- 
ition. 
Makers: B.T.H. Co., Ltd. (1924). 
Voltage: A.C., 6,400/6,500, 50 cycles per second, 
mai .C. 500/550, 2-wire, shunt and compound. 
pee 


750 r.p.m 
Weight : Approximately 264 tons. 
Official permits to view will be required and may be had 
on application. 

Conditions and Form of Tender from Mr. H. C. Lamb, 
Chief Engineer and Manager, Electricity Department, 
Town Hall, Manchester, 2. 

Tenders to be = by 10 o’clock a.m. on Wednes- 


day, 12th August, 1 
R. H. ADCOCK, 
Town Clerk. 
Town Hall, 
Manchester, 2. 
17th July, 1942. 2340 


MOTOR GENERATOR SETS 


Bert to customers’ requirements of available new and 
used plant, many in stock at Wembley—inspection 
invited. Please send us your enquiries—we can help you 
to save time. 
OVER A THOUSAND MACHINES ALWAYS IN 
STOCK, 
DYNAMO & MOTOR REPAIRS, LTD., 
Wembley Park, Middlesex. 
Telephone: Smethwick 0047. 
Also at Phenix Works, Belgrave Terrace, Soho, 
Birmingham. 
Phone: Northern 0898. 


A.C. ELECTRIC MOTORS 
400 v., 3-ph., 50 cycles. 
h.p., revs., S.R., Mather & Platt, 3 bearing type. 


100 585 . » Brush Elec.Co.,2 ,, 
All complete with Ellison Starting Gear. 
GREENHALGH BROS., 


Burton's Field Mill, Atherton. Phone 117. 
2346 


” 


.C. and D.C. House Service Meters, all sizes, quarterly 
and prepayment, reconditioned, guaranteed one year. 
Repairs and recalibrations.—The Victa Electrical Co., 47. 
Battersea High Street, S.W.11. Tel. Battersea 0780. 19 
»* hed D.C. Motors, all sizes, large stocks, fully 
teed.—Milo Engineering — Milo Road, 

East Dulwich. §.E.22 (Forest Hill 4422). 7833 
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(COMPLETE Dictograph Outfit, made by Dictograph 
Telephones Ltd., of Croydon, consisting of two 


master and 20 sub stations. Original cost £700. Wanted 
£150 or nearest offer. Phone, Rodney 2628/9.-—Box 2344, 
c/o Electrical Review. 


ONDUIT and Conduit Fittings. For prompt delivery, 
phone—Piggott, Sydenham 5035. 35 
Lee BLE Cords and Cables of all sizes and types 
supplied from stock. State requirements.—Box 8050, 
c/o The Electrical Review. 
ale, cheap for prompt removal direct from site 
in London, two 250-kW Steam Driven Generating 
Sets, each comprising vertical twin-cylinder steam engine 
by Browett Lindley, direct coupled to 250-kW, 250- m4 
D.C. generator by E.C.C., compound wound with inter- 
poles, 350-r.p.m., 2-bearing machine. Both sets are in 
very good condition and can be. i ed as left off 
work, by appointment. = gue Cohen, Sons & Co., Ltd., 
W. Lane, London, W. 2319 
OR Sale, one four-compartment Sun-ray Tricity electric 
cooker, 100 volts, 100 amps., suitable for canteen.— 
Box 15, c/o The Electrical Review. 
OR Sale, 1 Vertical Vulcanizer, 48” dia., complete 
with cable drum and 12 trays.—Box 2343, c/o The 
Electrical Review. 
OR Sale, 140- H.P., 440/3/50, 2,960-r.p.m. Squirrel 
Cage Motor and Starter, with or without alternator, 
80 amps., 1,100 volts, 1,000 cycles, single-phase and 
exciter. —Fyfe, Wilson & Co., Ltd., Bishop’s ite 


Sets, rebuilt, 220 v 

110 v.; Diesel Sets, 3 to 900 H.P.; ‘See, oil. 

ag 230/ 1/50; Oil Engines from 5 H.P—E. Binns, 

156a, Falsgrave Rd., Scarborough. 8057 

MM ONOMARK. Permanent conf. London address. Letters 
redirected. 5s.p.a. Write—BM/MONO53, W.C.1. 


NV OTOR Generator Sets ——— all sizes and 
voltages from 4 kW wi 00 kW in stock.— 
Britannia Manufacturing Co., Britannia Walk. 
Road, N.1. Telephone, Clerkenwell 


City 
S513 ar snd 
EPLATES, Engraving, Diesinking, Stencils, Steel 
ae — & Sons, Ltd., 153, Far Gosford 
Street, Covent 14 
EWMAN _ Ltd., Yate, Bristol, for electrical 
plant of all kinds. Newman Industries, 
Yate, Bristol, for electrical plant of all kinds—Newman 
ae Ltd., Yate, Bristol. Tel. Chipping Sodbury 


25 
Prsipar Holders, 144 secondhand Tucker, etc., brass, 
C.G., S.C., £12. Winfield, 30, High St., Boston. 


Erg Patented Marking and Printing Machines, as 
in the execution of orders for Government 
pl as M.A.P., M. of S., R.A.F., etc. Simple, 
efficient and econmical. Sp up production.— 
Rejafix, Ltd., 75, Baker Street, W. 
OTARY Converter, “LDM., 6,000 v. 
A.C. /230 v. D.C., with Switchgear. 
Greenhalgh Bros., Burton’ Mili, Atherton. 


OTARY Converters in stock, all sizes; enquiries 
invited.—Universal Electrical, 221, City Road, 
London, E.C.1. 
GTAFE Time Checking and Job Costing Time Recorders 
(all makes) for quick cash sale. Exceptional con- 
dition. Write—Box 528, Smiths, 100, Fleet Street, 
London, E.C.4. 
-R.S. and other Cables, Instrument and Resistance 
Wires, Searchlights (sale or hire), surplus Lamp Bulbs, 
Carbon Rods, Ebonite, Fibre, Erinoid, Porcelain House- 
wiring and other Cleats, Reels and Knobs, Mirrors, Lenses, 
etc.—London Firm, Croydon. 2352 
rPWIN V.LR., L.C. Served Circular, C.M.A., 
156 yds., "7.036, 118, 19.052, £35 “dozen 2” 
fang through G.A.L. Conduit Boxes, 12” x 34” x a: 
doz.—E.P.I., Inner Temple, rpool. 
5 ‘tons “of new ‘Condition V.LR. Cable. 1 ,153/ .072, son 
lengths, 600 am 400-kW “* Allen *’ Turbo-Generat- 
ing Set, 220/ 250 vol volt. D.C. 250-kW Motor Generating Set. 
input 6,600/3/50, output 440/550 volt D.C.—Stewart 
. Seaforth, 21. 20 
25 HP. 00-v., 3-ph., 50-per., 960-rev., 8.C. Metro- 
Vickers ball bearing, Geared Motor, 63: 1, with 
O.I. Auto- ae Starter.—Greenhalgh Bros., Bur- 
ton’s Py Mill, Atherton. 2289 
2528 400/320. Slip-ring Geared Motor, Crompton 
Fukioes, 1,430/220 revs., with Ellison Switchgear. 
—Greenhalgh Bros., Burton’s Field Mill, Atherton, M/ . 


504 -P., 400/3/50, 480-revs., S.R., 
three- bearings Met.-Vickers, with switch 


gear.— 
Greenhalgh Bros., Burton’s Field Mill, ‘chosen. 2345 
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712. Motor, 500 v. D.C., 400/500 r.p.m. by Electro- 
motors, with floor mounting starter panel. Enquire 
—The Electron Co., Baxter Gate, Loughborough. 8056 
150 3-H.P. A.C. Motors for sale, 200/25v volts, _ 
cycles, 2,850 r.p.mi., spigot mounting.—Box 36, 

c/o The Electrical Review. 
250* Browett Steam Set, 220 volts D.C.; 300-kW 
Belliss, 480 volts D.C.; 60-kW Allen Crude OiL 
Set, 220 volts D.C.; 74-kW Ruston Crude Oil Set, 110 
volts D.C.—Harry H. Gardam & Co., Ltd. Bo Bags 30 
500 Electric Motors, Dynamos, Transformers, Con- 
verters, etc., etc. at low prices.—S. C. Bilsby, 
A.M.L.C.E., A.M.I.E.E., Crosswell Road, Langley, near 
Birmingham. Broadwell 1359. 21 
1 Motor Generator Plant for sale, 
6,600/3/50 c. input, 460 D.C. 3-wire. 
—Universal, 221, City Road, London, E.C.1 29 


ARTICLES WANTED 


ANTED: GEORGE COHEN, SONS & CO., LTD., 

of Stanningley, Nr. Leeds, are developing their 
Colliery Plant Department. They are anxious to know 
of any good secondhand Colliery Plant which is redundant 
to owners’ requirements, comprising roughly: Haulages, 
Winder, Coal Cutters, Compressors, Electrical Equipment. 
Please offer what you have to our Colliery Department_at 
the above address. 1704 


A COUMELATOR Plates (old) and lead Peroxide; as 
actual smelters we pay top price. Also old storage 
batteries, a and whole installations purchased. 
Py Levy & Co., Ltd., 18, St. Thomas Street, —— 
Hop 2825-6. 
WA4ANIED. Rotary Converters, any size. Univeral 
221, City Road, London, E.C.1. 
ANTED, secondhand, in first-class condition, aie 
teed Dynamo, 10 volt, 100/150 amps., suitable for 
plating and Resistance Board for same. Motor, 3 
with mains switch and starter, to run above. Also 20: 
amp. Resistance Board with Volt and Ammeter.—E. 
Perry, Limited, Angel Rd., Edmonton, N.18. 8053 
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WORK WANTED AND OFFERED 


ABMATURE Winding a —Kingsland Electric 
yet 111, Clarence Road, AMH. 4166. 8043 
Freacr NAL H.P. Motor rly Electric Tools, 
Cleaners, Hair Dryers, etc., repaired, 
rewound and rebuilt by experts.—Walter Crane, Electrical 
t House, Westgate, Wakefield. 8013 
ARKING and Printing Components in Bakelite, Glass, 
Wood, anodised or a metal; large or small 
quantities quoted for. Radio, telephone, aircraft parts a 
speciality.—Rejafix, Ltd.. 75, Seber Street, W.1. 38 
ADIO. Guaranteed ‘Trade Repairs by experts. Fac- 
tory installation and maintenance. Coil winding and 
transformer re-winds.—Transformer Service Co., 147, 
Meadow Lane, Leeds, 11. Tel. 44029. 2350 
to Stop-Watches, Chronographs, Comparator 
Gauges, Time-Measuring Instruments, etc. First-class 
workmanship only, under highest technical supervision.— 
— Saunders & Co., Watchmakers (Tel. Hol. 0407), 
Southampton Row, London, W.C.1. 
PPVEANSFORMERS made up to 10 kVA. Shrouded 
conduit entry, tank or open types. Quick delivery.— 
Woden Transformer Co., Thornley St., Wolverhampton. 11 


MISCELLANEOUS 


ADVERTISER wishes to correspond with draughtsman 
capable of producing detailed working drawings of 
fractional horse power motors.—Box 8049, c/o The Elec- 
trical Review. 
R the most up-to-date method of marking components 
use the Rejafix machines, as supplied to various 
Government Departments and most leading electrical, 
radio, telephone manufacturers. Send for details. Orders 
for marking and printing components in various materials 
also given urgent attention. Promptly executed.— 
Rejafix, Ltd., 75, Baker Street, W.1. 
ESLIE Dixon & Co.; and Electradix Radios. New 
address: 19, Broughton Street, Queenstown Road, 
S.W. Telephone, Macaulay 2159. 
Queen’s Road, Battersea (S.R.). 
identity that Embody the Photograph 
employee, now being supplied to firms on Government 
contracts. Utility Installations. Forgery proof; Cellu- 
loid Encased; Inexpensive; any size staff; anywhere; dis- 
tance no object. Write for particulars and specimens from 
—Miles & Kaye, Ltd., Pass Specialists, 9, Southampton 
Place, High Holborn, London, W.C.1. Est. over 50 = 


PATENT NOTICES 


LECTRIC Dental Patents 361855, 361870, 466914, 
480196 and 481002 covering various_improvements 
in Dental Units and Equipment including X-ray Appara- 
tus. Owners being anxious to meet all — for the 
authorized use of these Patents invite enquiries from 
firms competent to assist in commercially “exploiting the 
same. Address in first instance—Messrs. Dicker, Pollak, 
Mercer, Tench & et Chartered Patent Agents, 20- 
Holborn, London, E.C.1 2353 


Telephone: Temple Bar 0055 (3 lines) 
Telegrams : Arwelidite. Westcent, London”’ 


The“ TEMCO” SWITCH 


COMPLIES FULLY WITH B.S. MINIMUM 
REQUIREMENTS (B.S.816-1938) 


Surface, Semi-recessed and 
Flush types 


OUTSTANDING VALUE 


Marketed by : 


T.M.C.-HARWELL (SALES) LTD. 


, W.C.2 


BRITANNIA HOUSE, hed SHAFTESBURY AVENUE 
LONDO 
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AGENCIES 


A fully trained Mechanical and Electrical Engineer, age 
46, well introduced to Government Departments, 
Railway Companies, Consulting Engineers, is prepared to 
represent firms in London and Home Counties area either 
whole or part time. Office accommodation with telephone 
and clerical assistance available in reception area. Car 
available. Replics, treated in strict confidence, to—Box 
8052, c/o The Ele: ctrical Review. 

VN ANUFACTURERS’ Agents, covering the whole of 
a) Great Britain and Colonies, are desirous of contact- 
ing manufacturers with a view to sole selling rights (either 
commission or buying), post-war arrangements considered. 
—Box 23, c/o The Electrical Review. 


PARTNERSHIPS 


ADVERTISER, with over thirty years’ electrical ex- 
perience, seeks pert in London Wholesale 
Business having good E.L.M.A. and Cable Trade. Will 
take over management if desired—Box 8033, c/o The 
Electrical Review. 
oO man, ex-R.A.F., seeks active Directorship, 
electrical engineering firm, 10 yrs. 


partnership, € 4 
capital if required.—Box 90. 


technical, admin. exp.; 
Strand House, London, W.C.2. 


EDUCATIONAL NOTICES | 


LATEST A.M.1.E.E. RESULTS 


I’ the recent Examinations held by the Institution of 

Electrical Engineers 416 Candidates sat who had 
taken B.I.E.T. courses. Of these 397 were successful in 
passing the examinations. We believe this record of 397 
successes out of 416 entrants has never before been 
approached by any oral or correspondence tutorial 
organisation, and indicates the very high efficiency of the 
modern system of Technical Training which we have laid 
down. 

The B.I.E.T. tutorial organisation is waiting to assist 
you either with a short specialised course or complete 
training for a recognised examination. 

We have available a large full-time staff of instructors, 
while the efficiency of our extensive organisation is a 
byword among engineers. 


WE GUARANTEE—“ NO PASS—NO FEE” 


May we send a copy of ‘‘ ENGINEERING OPPOR- 
TUNITIES ’’? Containing a great deal of useful advice 


and detailed information on over 200 Home-Study Courses’ 


and examinations, this handbook is of very real_value 
the ambitious engineer. For full details of Electrical 
Courses send 24d. stamp for our enlightening handbook 
and subsequent matter (post free). 

BRITISH INSTITUTE OF ENGINEERING 


TECHNOLOGY 
Established 1927—over 140,000 students, 
12, Shakespeare House, 17, 18 & 19, Stratford Place, 


Oxford Street, London, W.1 
8046 
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com PANY MEETINGS 


REVO ELECTRIC CO., co., LTD 


MPHE thirty-fifth ordinary general meeting of the Revo 
Electric Co., Ltd., was held on July 22nd, st, rw 
Station Hotel, Dudley. Mr. Bertram_Silcock, 
Chairman of the Company, presided. The 
extracts from the statement issued by the Chairman and 
circulated with the Directors’ Report and Accounts. 

You will note our trading profit has risen from £185,527 
to £300,001. fter deducting Taxation Reserves, Contri- 
butions to Staff Pensions, Cost of Air Raid Precautions, 
War Risks Commodities Insurance, War Damage Insurance 
and Directors’ Fees, amounting in all to £245,684, we 
have left a balance of £54,317 as against £53,501 last 
year. To this figure we add the balance of £79,369 
brought forward from last year, making available a figure 
of £133,686. An Interim Dividend of £9,187 has already 
been paid, leaving for disposal £124,499 as against £131,931 
year. 

Your Directors now recommend a final dividend of 10% 
less tax, together with a cash bonus of 24% less tax, 
amounting in all to £22,969 and the transfer of £25,000 
to general reserve, leaving the sum of £76,530 to be 
carried forward. 3 

It_was felt by your Board that in addition to the final 
dividend, a bonus of 24% less tax might be recommended, 
in view of the year’s results and the fact that the Company 
is engaged on full production. 

It is mg to note that the year’s trading profit 
of £300,001 has been dealt with as follows :— 

Provision for Taxation ... eat 

Staff Pensions 

War Risks Commodities Insurance 

War Damage Insurance ... 

t of Air Raid 

Directors’ .. 

Dividends and Bonus 

Balance carried forward . 


Total... £300,001 

Stock and Debtors are substantially higher than last 
year, the increase being mainly attributable to increased 
production. On the other hand Liabilities are also sub- 
stantially higher, the chief expansion being in Taxation 
Reserve which has increased from £82,000 to £230,276. 

These figures reflect the working of the Excess Profits 
Tax which allows no margin for the expansion of pro- 
duction beyond the basic or retainable profit. The Com- 
pany’s reserves have increased by £22,161, and now stand 
at a figure of £176,530. 

You will have noted that out of profits of £300,001, no 
less than £231,048 has had to be earmarked for Taxation 
and £10,660 for War Risks expenditure, the Shareholders 
receiving a net figure of £32, 156, and the Company being 
left with £22,161 as the year’s contribution towards its 
reserves and the financing of its increased production. 

The year has been one of supreme effort in production, 
and x, may justifiably add, also one of successful attain- 

The Chairman moved the adoption of the report and 
accounts, which Mr. Alfred Vaughan seconded and the 
resolution was carried unanimously. Mr. W. S. Evans 
proposed that the retiring directors—Mr. Bertram Silcock 
and Mr. George Barrow—be re-elected, remarking that in 
view of the exceptional difficulties which the directors had 
to face during the past two years, they must have put all 
their energies into the work of the Company to have 
obtained such excellent results. The resolution was — 
usly. 


BAKELITE— 
ERINOID 


TO ANY. TURNINGS 


SPECIFICATION 


FREDERICK W. EVANS LTD. 


PLASTIC WORKS 


LONG ACRE, BIRMINGHAM 7 


TELEPHONE: EAST 1344 


ESSLERS (London) 


Turning and machining of plastic 
material to drawings. 
Engraving. Silk-screen printing. 
Signal lamp caps for telephones, 
radio, electrical switchgear. 
Knobs and handles with signal 
indi¢ators., 
Enquiries invited. 
ALBION HOUSE, 201-3, CHURCH ST. 
LONDON, N.16. Tel. : Clissold 6247. 
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When unrestricted 


is resumed 


t 


L.C.1. 


METAL 


will again be 


at the service of 
.every branch of. 


ELECTRICAL: REVIEW 


metals and alloy 


August 7, 1942 


BRAITHWAITE 


Pressed Steel 
Tanks 


BRAITHWAITE & GO. ENGINEERS, LTD. 


London Office (Temporary Address) : 
45 King’s House, Haymarket, London, S.W.! 
Telephone: WHI 3993 Telegrams: Bromkirk-Phone 


DISCONNECTING BOXES. 
DISTRIBUTION BOXES 
SOLID FILLED, POLE & DIVIDING BOXES 
SUBSTATION & INDUSTRIAL PANELS 


COSWAY obuptey 


Cosmay (Soles) Ductloy, Nore. Telephone 2599/Bines) Crams: Paragon Dudley 


-——The right-up-to-date 
LIMIT 
SWITCH 


MAJOR & MINOR 
Write to: 
DALYTE 

ELECTRICAL CO. 

Deco Engineering Works, 


WEST ROW, 
N. KENSINGTON, 
LONDON, W.10 


Phone : Ladbroke 3066-7 


ALUMINIUM-BRONZE 
ALUMINIUM-SILICON 
ALUMINIUM, BRASS 
AND WHITEMETAL 


DIE CASTINGS 


LET US SEND YOU SAMPLES OF OUR 
WORK FOR YOUR INSPECTION 


NON-FERROUS DIE CASTING CO. LTD. 


North Circular Road, London, N.W.2 


Telephone : GLAdstone 6377 


f 
| 
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FOR SALE 


SLIPRING MOTORS WOUND FOR 400 VOLTS, 3 PHASE, 50 CYCLES: 
SPEED FRAME WINDING BEARINGS MAKER 
Open S.R. R.O. 
Phoenix 
English Elect. 
G.E.C. 


Metro-Vick. 
Newton 
Crompton 
B.T.H. 

J. H. Holmes 
Mer nghouse 


S.R. 
Auto-Synch. 


00% ~0000%000 


PRPPPD 


Crompton 
Crompton 
Mather & Platt 
McFarlane 
G.E.C. 
Crompton 


PE 
Pp 


YY 
PRP 
PRP 


<<<<<so:; 


On 


<<<<<<< 


<<oo 


PP 


MOTORS WOUND FOR aan 50 VOLTS: 
125 680 Comp. Int. 
Shunt Int. 

Comp. Int. 

Comp. Int. 
Comp. Int. 

Shunt Int. 
Comp. Int. 

Shunt Int. 

56 350 Shunt Int. 
Comp. Int. 
00/1 ,000 Shunt Int. 


Brush 

Mather > Platt 
J. P. Hi 

Platt 
Lanc. Dynamo 


Mather & Piatt 
Metro-Vick. 
Laurence Scott 
Electromotors 
Laurence Scott 
Brush 


©9000 


200/600 Shunt Int. 
WOUND FOR VOLTS: 
120 320 Laurence Scott 
Siemens 
Electromotors 
J. P. Hal 
J. H. Holmes 
Lanc. Dynamo 
Crompton 
Crompton 
Lanc. Dynamo 
Mather & Platt 
Crompton 
Westinghouse 
Lanc. Dynamo 


E.V, Comp. Int. 
Comp. Int. 
Prot. Shunt Int. 
Lv. Comp. Int. 
E.V. Shunt Int. 
E.V Shunt 
E.V. Comp. Int. 
EV 


E.V. 
Shune Int. 
Screen Prot. Shunt Int. 
Shunt Int. 
Shunt Int. 


OW 
? 


O0%000 000 


00000 


Shunt Int. 
Comp. Int. 
Comp. Int. 
Comp. Int. 
Comp. Int. 
Shunt Int. 
Compound 
Comp. Int. 
Comp. Int. 
Comp. Int. 
Comp. Int. 
Shunt Int. 
Shunt 


Brush 
Crompton . 
Westinghouse 
Laurence Scott 
Pheenix 
Metro-Vick. 
lewton 
Laurence Scott 
Crompton 
Westinghouse 
Laurence Scott 


PRP 


Fad 


> 


RO 


G.E.C. 
Clark Chapman 


GEORGE COHEN, SONS & CO. LTD. 


Wood Lane, London, and Stanningley, near Leeds 
Telephone : Shepherds Bush 2070 Telephone : Pudsey 2241 
Telegrams : Omniplant, Chisk, London. Telegrams : Coborn, Leeds 


Established 1834 AND AT 
BIRMINGHAM, SHEFFIELD, GLASGOW, NEWCASTLE, MANCHESTER, SOUTHAMPTON, BATH, BELFAST, etc. 


250 485 E.V. 
250 485 Open fea 
200 585 E, | 
200 488 Pim. 
190 975 Pia. 
130 480 
100 485 
100 300 
100 240 
* 720 
70 600 
70 321 R, LJ 
60 965 
; 50 950 Brook 
| 50 750 Brook 
: 35 950 Brook : 
30 950 Brook se 
30 950 Brook 
30 470 G.E.C. 
25 470 B.T.H. 
20 1,500 Brook 
“Brook 
D.C. 
| D.C. 
S, : 
220-VOLT D.C. MOTORS : 
. 342 750 Open 
220 1,000 Open 
7 150 900 Open 
115 700/ 1,200 Pipe V. 
80 620 EV. 
60 475 Prot. 
50 600 E.V. 
45 1,000 EV. ia 
40 1,500 EV. 
30/40 900/1,400 EV. 
40 770 EV. 
bp. 
2 
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IN THE HEART OF EVERY INDUSTRY 
». . YOU WILL FIND SCOTT MOTORS 
PLAYING THEIR VITAL PART—supplying 
maximum power with continuous service 
under all conditions —so essential to 
present-day demands. 


Every size from 4 H.P.—250 B.H.P. conforms 
to the same standard of reliability pro- 
duced by over 40 years’ specialisation. 


We are now in a position to despatch 
ex stock 3-phase squirrel-cage motors 
up to 25 b.h.p. 


motors 


sia VOLT WORKS, RAVENSHILL ROAD 
HUGH J. SCOTT & co. (BELFAST) LTD., BELFAST, NORTHERN IRELAND 


“MACINTYRE” 


HIGH-GRADE 
ELECTRICAL 
Note the tongue which 


PORCELAINS___ 


are competitive in price, but permanent contact. Eesy 
their superiority in quality, to fix. Nuts cannot ; 
accuracy and efficiency ensure turn. All sizes from half to two inches 


a very REAL REDUCTION THE DONOVAN ELECTRIGALCO. LTD. 


in the cost of assembly, etc. BIRMINGHAM 9 
Electrical Manufacturers and Stockholders 


The increasing demand for 
these PORCELAINS has neces- 
sitated considerable alterations 


to premises and plant which 9 
will greatly facilitate production N) I 
and service. 


RECISTERED TRADI 
BONDED pap 
Enquiries solicited STRENGTH “a INSULATION OF Hig ME 


BOTH HAVE ex RESIN CHANICAL 
JAMES MACINTYRE & CO. LTD. 


ELLENT ELECTRICAL 
BURSLEM COMPANY LIMITED 
Pioneer Producers of Electrical WALTHAMSTOW LONDON, E. 


Porcelains Telephone: LARKkswood 1044 (Pte. Br Exch) 


The 
MICANITE & INSULATORS 
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Wan utacturers o 


SUPERIOR SWIICH 
& FUSE GEAR 


A RANGE AWAILABLE FOR EVERY PURPOSE 


SOCKETS, PLUGS AND SWITCH SOCKETS 


Designed to comply with B.S.546. 

Suits industrial or domestic requirements. 

All sockets screened. 

Switch sockets incorporate patented shutterlock 
feature. 

Available single pole and double pole patterns. 
Manufactured under B.S. Licence. 


LONDON OFFICE: & CO. weowessuavy LID. 
78 NEAL ST.W.C2. NES BURY >STAFFS. 
Phone TEMPLE BAR 8984 -6-7 ‘GRAMS, SANDERS, WEDNESBURY. 


“10CO” 


VARNISHED GLASS FABRICS 
and TAPES ... have been 
developed for use in motors, 
etc., where overloading and 
undue heating is liable to 
occur. 
Our Glass Fabrics and 
Tapes are manufactured with 
special heat-resisting varn- 
ishes so that no in 
flexibility or dielectric and ten- 
sile properties result 
when heated in trans- 
former oil for 2 hours 
at 200° C 


FABRICS & TAPES 


THE 10CO RUBBER & WATERPROOFING CO. LTD. ie» 
GLASGOW 
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Cyctone lectric 
PROPELLER FANS 


For 
Ventilating, ip Removal 
Cooling and of Fumes, 
Drying Purposes Dust and Steam 


The Fans are EA motors are liberally 
rated and built to B.E.S.A. standards. 
ear enquiries are invited—Quote Ref. E/P. 
Temporary Wartime London Address: 
« GREENACRES,’ WATERSFIELD, Nr. PULBOROUGH, SUSSEX 


MATTHEWS & YATES LTD. 
SWINTON, LANCS. AND LONDON 
GLASGOW: LEEDS: BIRMINGHAM CARDIFF 


ELECTRICAL REVIEW 


Replacement chains 


Continental & U.S.A. 


machinery 


The problem of replacing chains of 
Continental and American sizes is 
one we can often solve for you. 
While we have been manufacturing, 
for many years, chains to British 
Standards, we are in a position to 
offer you, also, high-quality chains, 
whether inverted tooth or roller 
type, to certain Continental and 
American standards. 


THE 
CHAIN CO. LTD., LETCHWORTH 


Tas./Mor. 6 


HAND-TRUCKS 


of Every 
Description. 


Tyne Truck & Trolley Co. Ltd. 
66/68 Northumberland Street, 


Newcastle-on-Tyne l. 
Telephone 24196 


BUY ELECTRIC LAMPS 


UNIVERSAL LAMP LOCK 


CONTINUA LLY SAVES COST OF LAMPS 
NUFACTURED BY 
LORD STREET, HUDDERSFIELD. 


"Phone: Molesey 556, 


MILD STEEL 
CABLE HANGERS AND RACKS. 


ROBERT McGREGOR & Co., 
ALPINE STEEL WORKS, 
EAST MOLESEY, SURREY. 
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46 
RANGES 


at your 
finger tips 


Sole Propretors and Manufacturers: 

THE AUTOMATIC COIL WINDER & 
ELECTRICAL EQUIPMENT CO.,LTD. 
Winder House, Douglas Street, London, S.W.1 


Telephone: ViCtoria 3404/7 


ELECTRICAL REVIEW 


H.C. COPPER 
WIRES AND 
STRIP 


ENAMELLED 
TO B.8.8. 156—1936 


ENA == LLED. 
PAPER LAPPED 
VABNISHED OVERALL 


COTTON COVERED 


Samples and Prices on Application 
MADE BY :— 


F. D. SIMS LTD. 


HAZELHURST WORKS, RAMSBOTTOM, LANCS 
Telegrams : 
“SIMS, RAMSBOTTOM.”” RAMSBOTTOM 2213/4 


TERMINAL Vz | ll 


NUTS 
SWITCH HANDLES NE 


LITHOLITE, 
BAKELITE, etc. 
MOULDINGS 


Moulds made in own Works, 
ensuring personal supervision 
of all work entrusted to us. 

e e e 
Standard Lines ‘on applica- 
tion. Enquiries invited for 
Customers’ own 


& STALBANS MOULDINGS 
LIMITED 


SANDOWN ROAD. waTFORD. 
TELEPHONE: WATFORD 4494 


THE (o 


ARLEY, 


ACCURACY 
UNIFORMITY 
RELIABILITY 
* SERVICE 
COMPETITIVE PRICES 


EXPRESS DELIVERIES DAILY If LONDON AREA 


The VARLEY MAGNET COMPANY 


BLOOMFIELD ROAD 


Woolwich’ 1423 (6 lines) OOLWICH, S.E.18 


| RESISTANCE Trade mark 
| 
| DECIBELS — 
| 
a : 
Regd Trade Mark if 
= 
— 
= Extensive and 
odern Factory. 
7 LITHOLITE INSULATORS | 
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Index to Advertisers 


Acru Electric Too! Manufacturing Co., Ltd. 
Automatic Coil Winder & Elecl. Equip. Co., Ltd.. 
Babcock & Wilcox Ltd 

Belling & Co., Lid 

Berry’s Electric Ltd 

Blakeborough, J., & Sons Ltd. 

Braithwaite & Co. Engineers, Ltd. 

Britannic Electric Cable & Construction Co., Ltd. 57 
British Aero Components Ltd 51 
British Bound Brook Bearing Co. 

British Electric Resistance Co., Ltd. 

British Mica Co., Ltd. 

British Thomson-Houston Co., Ltd 

British Wedge Wire Co., Ltd. ..........e2.eee0- 
Brook, J. A., Ltd. 

Brook Motors Ltd 

Burgess Products Co., Ltd Cover iii 
Burt, Boulton & Haywood 59 
Cable Makers’ Association 

Canning, W., & Co., L 

City Electrical Co. 

Cohen, George, Sons Ltd 

Connolly’s (Blackley) L 

Corrugated Packing & oi Metal Co., Ltd. i 
Crompton Parkinson Ltd 16, 32 & 34 
Crypton Equipment Ltd. 27 
Cryselco Ltd. 

Davidson & Co. 

Dennis, G. P., 

Desoutter Bros. Ltd. 

Donovan Electrical Co., Ltd. 

Dryden, Thos., & Sons Ltd. .........-+sseeeee% 
Duratube & Wire Ltd 


= fact that made of raw materials in short 

supply owing to war ogy are advertised in this 

Journal should not be taken as an indication that 
they are necessarily available for export 


Edison Swan Electric Co., Ltd. 

Electric Construction Co., Ltd. 

Electric Lamp Manufacturers’ Association 

Electrical Apparatus Co., Ltd. 

Electrical Power Repairs. (Gillingham) Ltd. 

Elexcel Ltd 

Ellison Insulations Ltd. ... 

Evans, F 

Ferranti Ltd 

Gent & 

Gilson, D Ltd. 

Glover, W. T., & Co., Ltd. 

Grelco Ltd. 
Harboro’ Rubber Co., Ltd. 

Hartley & Baldwin Ltd. 

Heathman, J. Ltd. 

Heatrae ~ 

Heayberd, Co., Lad 

Henley’s, Ww: a Telegraph Works Co., Ltd 

Higgs Motors Ltd. 

Igranic Electric Co., Ltd. 

Ioco Rubber & Waterproofing Co., Ltd. ........ 
Legg (Industries) Ltd 

Litholite Insulators & St. Albans Mouldings Ltd.. 
Londex Ltd. 


— TOWER WAGONS — 


BUILT 
TO 
APPROVED 
SPECIFICA- 
TION 
ON 
ELECTRIC 
PROPELLED 
VEHICLES 


ROTATING 
PLATFORMS 


SUPPLIED 

THROUCH- 
OUT THE 
WORLD 


J. H. HEATHMAN LTD. 
‘PARSON’S GREEN, LONDON, S.W.6 
Phone: Renown 1071 


Grams: ‘‘Heathman, Fulham, London”’ 


For and Stamina 


YOUN 


BATTERIES 


YOUNG ACCUMULATOR COMPANY LTD. 


In Association with Crompton Parkinson Led 


SALES OFFICE: ELECTRA HOUSE, LONDON, W.C.2 


Telephone: Temple Bar $91! Telegrams: Crompork, Estrand, Londen 
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HOPKINSONS' 
CENTRIFUGAL PURIFIERS 


FOR TURBINE, LUBRICATING, 
INSULATING AND FUEL OILS 


STANDARDISED IN A WIDE RANGE 
OF CAPACITIES FOR BOTH 
STATIONARY AND PORTABLE TYPES 


HOPKINSONS LIMITED 


HUDDERSFIELD 
‘London Office :—34 NORFOLK STREET, STRAND, W.C.2 


A591 /3599 


For WorK AT 
HIGH PRESSURE 


'HE comparatively high pressures which are necessary 
in connection with the supply of air blast to forges 
and cupolas, or work of a similar character, requires 

the employment of a Fan p ing an exe 
high standard of performance and operating efficiency. 
Such strenuous demands are adequately fulfilled by 


“SIROCCO” HIGH-PRESSURE FANS 


Pp 


which are soundly constructed to give hard and continuous 
service with a minimum of attention. ‘‘Sirocco” Fans 
are manufactured in four different types, i.e. Cast-Iron 
High-Pressure, Single Inlet Cupola, Double Inlet Cupola, 
and Narrow-Pressure Fans. 

Publication Ref. No. SF26, describing ‘‘ Sirocco” H.P. 
Fans, is available on request. : 


DAVIDSON & CO.,LTD. | => 


Strocco Engineering Works, BELFAST. SiraceQ 
LONDON. MANCHEETER, LEEDS. BIRMINGHAM, > 
NEWCASTLE, GLASGOW. CARDIFF, DUBLIN. | 
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Index to Advertisers 
(Continued from page 72) 


Macintyre, J., & Co 

Mallory Metallurgical Products Ltd. ............ 
Martindale Electric Co., Ltd. 

M.C.L. & Repetition Ltd 

Metropolitan Electric Supplies 
Metropolitan-Vickers Electrical Co., Ltd. 
Midland Electric Mfg. Co., Ltd. .............0. 
“M.K.” Electric Ltd 
Nalder Bros. & Thompson Ltd. ...............- 
Non-Ferrous Die Casting Co., Ltd. ............. 
Parmiter, Hope & Sugden Ltd. ................ 
Parsons, C. A., & Co., Ltd. 

Pearte Box Co., es 
Philips Lamps Ltd Cover iv 
Premier Electric Heaters Ltd. .......... 

Price & Belsham Ltd. 

Record -Blectwical .Co., Ltd. 
Reyrolle, A., & Co., Ltd 

Robinson, Lionel, & Co a 
Sanders, W., & Co. (Wednesbury) Ltd. ....... ie 
Scholes, G. H., & Co., Ltd. 

Scott, Hugh J., & Co. (Belfast) Ltd. ........... 
Siemens Bros. & Co., Ltd. ........ 
Sims, F. D., Ltd. 

Smith, Frederick, & Co........ 
Standard Telephones & Cables Ltd. ...........- 
Sturtevant Engineering Co., Ltd. 

Thew, Edward H., Ltd. 

T.M.C.-Harwell (Sales) Ltd............ 
Tyne Truck & Trolley Co., Ltd. ............45- 
Varley Magnet Co. (The) ....... 

Veritys Ltd ‘ 
Walters, Austin: Son TAG? 
Ward, Thos. W., Ltd. 

Westminster Engineering Co., Ltd. ............- 
Westool Ltd 

Wolf, S., & Co., Ltd. 

Young Accumulator Co., Ltd. 
Zenith Electric Co. Ltd. . 


EMERALD STREET, LONDON, WC1 
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DISCS 
DIAPHRAGMS 
ELEMENT STRIPS 
CONDENSER PLATES 
STOVE PANELS 
RAW MICA 
WASHERS 


ele. 


RITISH MICA C°L™ -BEDFORD. 


SOLENOIDS 


awe 
RO 

LINK PUTNEY 


LONDON S.W.15 


TELEGRAMS 
Westolelco-Pu 
London 


TELEPHONE 
Putney 
4281-3 
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DISTRIBUTION BOARDS 


Watertight Aeroflex - Fluvent 
small power distribution boards, incorporating 
Aeroflex high breaking capacity rewirable 
cartridge fuses, provide the qualities necessary 
to maintain the high efficiency required of 
wartime factories. 


PARMITER, HOPE & SUGDEN LTD. 


Longsight, Manchester 12. London : 34 Victoria Street, S.W.| 


(reco. TRADE-MARK) 


VARIAC 
TRANSFORMERS 


(British Patent No. 439567) 


PROVIDE THE MOST ECONOMIC METHOD FOR 
ACCURATE A.C. VOLTAGE AND CURRENT 
CONTROL 


A COMPREHENSIVE RANGE OF _ ENTIRELY 
BRITISH MADE VARIAC TRANSFORMERS 
IS NOW AVAILABLE 


Please allow us to send you a copy 
of our descriptive catalogue 


THE ZENITH ELECTRIC CO. 


VARIAC TRANSFORMERS 
rorVOLTAGE CONTROL Zenith Works, Villiers Road 
of... Willesden Green, London, N.W.2 
THE ZENITH ELECTRIC COMPANY LTO 
Phone: WiLlesden 4087-8-9 
Grams : Voltaohm, Phone, London 
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BILLET WORKS ROAD; WALTHAMSTOW LONDON E [7 


At present our effort 


is devoted entirely to the manufacture 
of small screw machine products. 
We look forward to the time, however, 
when we can givé you the same service 
and attention as we have done in the past 


ENAMELLED PLATES 
Enquiries are invited by the 


Empire’s largest pore engravers for— 

ENGRAVED BRASS, CAST BRASS AND ALUMINIUM, 

ENAMELLED BRONZE AND CHEMICALLY 
ENGRAVED PLATES of all types in all languages 


Samples and quocations for large or small quantities 
upon request. Phone or write. 


Telephone EDWARD H. THEW 
20221 DEAN STREET NEWCASTLE-ON-TYNE 


SERVICE! Day and Night, Electrical 
Installations. Re-winds and Re-designs 


PHONE 4677 


THOS DRYDEN ssons trp Preston 


DENNIS SWITCHGEAR 


Ironclad Industrial and Cubicle 

Switchboards, Substation Equipment 

and Feeder Pillars, Switches, Switch- 

fuses, Distribution Boards, Re-wirable 
and H.R.C. Cartridge Fuses 


G. P. DENNIS Ltp. 


ST. MICHAEL’S STREET, CHESTER 


London Office : 66 Victoria Street, London, S.W.1 
~ Telephone: Victoria 6565/6 


For A.C. and D.C. 


including Time Delay 
Relays, High Sensitive 
Relays, Synchronous 
Process Timers and 
complete Control Plants. 


Midget Relay ML (for D.C. only) Ask for Leaflet SPN/ER 


ANUFACTURERS OF RELAYS 


2071 ANERLEY ROAD- LONDON-S-E-20 


Printed in Great Britain at THE CHAPEL RIVER PRESS, 


Andover, Hants, and orig by ELECTRICAL REVIEW 
LIMITED, at Dorset House, Stamford Street, London, S.E 
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BURGESS 
Micro-Switch is compared 


with the hand holding it! 


M ICRO- SWIT Cc v Just think of the thousands 


of uses it can be put to. 
Operating pressure 14 ozs. 
Pressure differential 4 ozs. 
Movement differential 1/1000 
inch only. Rated capacity 
Samps. at 250 volts A.C. An 
ounce in weight it can be 
installed in any position. 
Positive snap action with no 
neutral position. Switch can 
be operated up to 60 times a minute, at full 
rated capacity. Practically impossible to 
damage by ordinary usage. Ideal for prac- 
tically all automatic switching applications. 


% Write for B.P.806/E.R. illustrating 
all types of switches available. 


BURGESS PRODUCTS CO. LTD. 


HINCKLEY Phone: 
.* Leics. Hinckley 700 (3 lines) 
Leng th : London : 72 Horseferry Road, S.W.1 
Width Phone: Abbey 1868 


Depth Scottish Representatives : 
‘ j R. McCartney & Co., 142 Queen St. 


THE SWITCH OF A THOUSAND USES Glasgow, C. | 


__Longleys 


PROBLEM: 


TO SEND A THOUSAND 
DRAWINGS TO THE OTHER 
SIDE OF THE WORLD 


The difficulty of sending large numbers of 

drawings to distant places, in this country 

or abroad, is removed by the “Statfile” 

Recorder. The “ Statfile” makes a tlm 

negative 64”x4}” from each drawing, and 

athousand drawings so recorded, with each 

negative in a protective envelope, occupy less than one half of a cubic foot and 

weigh only 15 Ibs. Yet from these negatives local photographers can make 

full size enlargements which are probably more legible than the original 

drawings. Possibly only a few enlargements would ever have to be made, but 

the important fact in such cases is the existence on the spot of the complete 
set of negatives. 

It is just one of the many problems solved by the “ Statfile’’ Recorder. 


Write for the complete story to: PHOTO ST AT LIMITED 


DEPT. 1, ADELAIDE HOUSE, KING WILLIAM STREET, LONDON, E.C.4 
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This Magnetic Filter extracts 
ferrous contamination from 
lubricating oils, cutting-oils 
and coolants. [It will trap 
particles even as small as one 
micron—which would pass 
through other filters. 


That is why so many machine 

‘shops are installing Philips 
Magnetic Filters —one works 
alone is using 150! 


Capacities 110 g.p.h. to 1,500 g.p.h. 


Have a filter installed for trial now, without obligation. 


PHILIPS LAMPS LTD., CENTURY HOUSE, SHAFTESBURY AVE., LONDON, W.C.2 (100) 


PHILIPS MAGNETIC FILTER 
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